22      DOCKETED ITEMS

P. Operating license stage documents & correspondence

9106040448 Requests resubmtttal of complete new affidavit w/new signatures & dates
& w/Apr 1991 citation rather than Mar 1991.

MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental Proj. Dir.
(Post 901216). 91/05/28. HARRIS.D.R. Rensselaer Polytechnic Institute, Troy, NY.
2pp. 57917:151-57917:152.

9106050314 Forwards corrected affidavit for withholding supporting mat! to license
amend for RCF Critical CX-22 facility (ref 10CFR2J90).

JONSSGNA ASEA Brown Boveri, Inc. JONSSON.A. Combustion Engineering, Inc.
91/05/30. MICHAELSJ.S. Non-Power Reactors, Decommissioning & Environmental
Proj. Dir. (Post 901216). 6pp. 58007:356-58007:361.

9106060336 Forwards amend 8 to license CX-22.Amend authorizes increase in posses-
sion limits of low enriched fuel to 25.92 kg.

MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental Proj. Dir.
(Post 901216). 91/05/30. HARR5S.D.R. Rensselaer Polytechnic Institute, Troy, NY.
3pp. 58042:194-58042:204.

-9106060338 Amend 8 to license CX-22,authorizing increase in possession limits of low
enriched fuel to 25.92 kg.

WEISS.S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post
901216). 91/05/30. 6pp. 58042:197-58042:201.

-9106100035 Safety evaluation supporting amend 8 to license CX-22.

*   Office  of Nuclear Reactor Regulation, Director (Post 870411). 91/05/30. 3pp.
58042:202-58042:204.

9106180360  Errata   for   amend  9  to  License   CX-22  for  Rensselaer   Polytechnic
Snst.Amend package should have been numbered as Amend 9 instead of 8.
MICHAELSJ.S. Non-Power Reactors, Decommissioning & Environmental Proj. Dir.
(Post 901216). 91/06/10. HARRIS.D.R. Rensselaer Polytechnic Institute, Troy, NY.
2pp. 58175:310-58175:322.

-9106180363 Forwards amend 9 to license CX-22 for Renssefaer Polytechnic Institute
critical experiment reactor facitity.Amend authorizes increase in possession limits of
low enriched fuel. Safety evaluation end.

MSCHAELSJ.S, Non-Power Reactors, Decommissioning & Environmental Proj. Dir.
(Post 901216). 91/05/30. HARRIS.D.R. Rensselaer Polytechnic Institute, Troy, NY.
2pp. 58175:312-58175:313.

-9106180390 Amend 9 to license CX-22,authoriztng increase in possession limits of low
enriched fuel & changing tech specs to accommodate experiments w/CE fuel.
WEISS.S-H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post
901216). 91/05/30, 6pp. 58175:314-58175:319.

-9106180396 Safety evaluation supporting amend 9 to license CX-22,

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/30. 3pp.
58175:320-58175:322.

Q. Inspection reports, IE Bulletins & correspondence

9106040034 Forwards Safety & Safeguards Insp Repts 50-225/91-01 & 70-0920/91-01
on 910409-11.No violations noted.

JOYNER.J.H. Region 1 (Post 820201). 91/05/22. BLOCK.R.C. Rensselaer Polytech-
nic Institute, Troy, NY. 2pp. 57914:343-57914:353.

-9106040036 Safety & Safeguards Insp Repts 50-225/91-01 & 70-0920/91-01 on
910409-11.No violations noted.Major areas inspected: program to maintain account-
ability of SNM.physical security, reactor operation & status of previously identified
items.

DELIA RATTA.A., DRAGOUNJ.F., BORES.R.J. Region 1 (Post 820201). 91/05/21.
pp. 57914:345-57914:353.

-9106070011 Insp Repts 50-237/91-14 & 50-249/91-13 on 910522-23.No violations
noted.Major areas inspected:emergency preparedness program,licensee action on
previously identified items & annual medical drill.

PLOSKI.T., SIMONS,H., CANIANO.R.J. Region 3 (Post 820201). 91/05/31. 10pp.
58015:260-58015:270.

K. Utility Final Safety Analysis Report (FSAR) & amends

9106200111 Rev 9 to updated FSAR for Dresden Nuclear Power Station, Units 2 &
3.W/910614 Itr.

RICHTER.M.H., SCHROEDER.B.A., EENIGENBURG.E. Commonwealth Edison Co.
91/06/30. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post
870411). 400pp. 58235:001-58236:093.

P. Operating license stage documents & correspondence

9106260006 Documents change in Tech Spec audits conducted under util nuclear QA
programs.As of 910101,nuclear quality program Instruction 4,requiring use of Tech
Spec matrix.deleted. Util adopted performance-based auditing techniques.
KOVACHJ.J.  Commonwealth Edison Co. 91/05/13.  DAVIS.A.B.   Region  3   (Post
820201). 2pp. 58228:267-58228:268.

9106050295 Clarifies Section A.1,2.2, "Panels/Equipment" of initial util certification rept
for simulator facility.Rept should have indicated that hydrogen addition console includ-
ed in scope of simulation for facility but not yet installed.

TAYLOR,D.L. Commonwealth Edison Co. 91/05/29. MURLEYJ.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 1p. 58005:257-58005:257.

9106070239 Forwards Rev 0 to ANF-89-80(NP), "Dresden Units 2 & 3 8X8 Extended
Burnup Design Rept."

RICHTER.M.H. Commonwealth Edison Co, 91/06/04. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 2pp. 58016:280-58016:300.

-9106070240 Rev 0 to "Dresden Units 2 & 3 8X8 Extended Burnup Design Rept."

*  Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). ANF-89-80(NP)
ROO. 91/05/23. 19pp. 58016:282-58016:300.

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris.lL to discuss PASS
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden Nu-
clear Power Station.

GREENMAN.E.G. Region 3 (Post 820201). 91/06/04. REED.C. Commonwealth
Edison Co. 2pp. 57932:033-57932:034.

9106130131 Forwards safety evaluation accepting request to extend burnup limits up to
39.0 Gwd/MTU on peak fuel assembly.

SIEGEL.B.L Project Directorate III-2. 91/06/06. KOVACHJ.J. Commonwealth Edison
Co. 2pp. 58111:346-58111:350.

-9106130139 Safety evaluation accepting request to extend burnup limits up to 39.0
GWd/MTU on peak fuel assembly.

*   Office of Nuclear Reactor Regulation, Director  (Post 870411). 91/06/06.   3pp.
58111:348-58111:350.

9106180044 Summary of 910520 meeting w/util in Rockville.MD for util presentation of
proposed plant mods re purge repressurization sys to comply w/10CFR50.55.List of
attendees & viewgraphs encl.

SiEGEL.B.L Project Directorate III-2. 91/06/13. Project Directorate III-2. 29pp.
58176:007-58176:035.

9106240233 Forwards interim rept on human performance study program, summarizing
study results.event characteristics & problems identified.

BARETT.R.J. Project Directorate lil-2. 91/06/14. EENIGENBURG.E. Commonwealth
Edison Co. 1p. 58211:221-58211:266.

DOCKET 50-228 AEROTEST RADIOGRAPHY & RESEARCH REACTOR

F. Security, medical, emergency & fire protection plans

9106260207 Forwards Insp Rept 50-228/91-03 on 910430-0521.No violations or devi-
ations notedRept withheld (ref 1OCFR2.790(d}).

REESEJ.H. Region 5 (Post 820201). 91/06/14, SIMENS.H.G. Aerotest Operations,
Inc. 3pp. 58230:163-58230:185.

Q. Inspection reports, IE Bulletins & correspondence

9106260207 Forwards Insp Rept 50-228/91-03 on 910430-0521.No violations or devi-
ations noted.Rept withheld (ref 10CFR2J9Q(d)).

REESE,J.H. Region 5 (Post 820201). 91/06/14. SIMENS.H.G, Aerotest Operations,
Inc. 3pp. 58230:183-58230:185.

DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2

F. Security, medical, emergency & fire protection plans

9106200194 Rev 6 to "Comm Ed Co Generating Stations Emergency Plan Site Annex
Dresden Station." W/910614 Itr.

SCHUSTER.T.K. Commonwealth Edison Co. 91/01/31. MURLEY.T.E. Office of Nucle-
ar Reactor Regulation, Director (Post 870411). 100pp. 58201:049-58201:174.

9106100440 Revised ERPsjncluding Rev 0 to EPIP 0200-02 "A-Model Status" & EPIP
0200-03, "A-Modei Interactions."

BOLMAN.R., KUCZYNSKU, EVANS.M, Commonwealth Edison Co. 91/05/28 31 pp
58092:322-58092:352.

9106070010 Forwards Safety Insp Repts 50-237/91-14 & 50-249/91-13 on 910522-
23.No violations noted.

GREGER.LR. Region 3 (Post 820201). 91/05/31. REEO,C. Commonwealth Edison
Co, 2pp. 58015:258-58015:270.

O. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411).  91/05/15,
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106240018 Responds to NRC 910418 Itr re violations noted in Insp Repts 50-237/91-
09 & 50-249/91-OB.Corrective actions:engineering procedures for performing mods to
standby liquid control pump sys revised to account for barometric pressure.
KOVACH.T.J.   Commonwealth Edison Co. 91/05/15.  DAVIS.A.B.  Region   3   (Post
820201). 4pp. 58211:357-58211:360.

9106050232 Informs that meeting to discuss radwaste matter at plant scheduled for
910612,per Insp Repts 50-237/91-12 & 50-249/91-11 issued on 910521,containing in-
accurate ref to date for meeting.

GREGER.L.R. Region 3 (Post 820201). 91/05/24. REED.C. Commonwealth Edison
Co. 1 p. 58003:352-58003:352.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411).  91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9106070010 Forwards Safety Insp Repts 50-237/91-14 & 50-249/91-13 on 910522-
23. No violations noted.

GREGER.L.R. Region 3 (Post 820201). 91/05/31. REED.C. Commonwealth Edison
Co. 2pp. 58015:258-58015:270.

-9106070011 Insp Repts 50-237/91-14 & 50-249/91-13 on 910522-23.No violations
noted.Major areas jrtspected:ernergency preparedness program.licensee action on
previously identified items & annual medical drill.

PLOSKI.T., SIMONS.H, CANIANO.RJ. Region 3 (Post 820201). 91/05/31    10po
58015:260-58015:270.                                                                                                     ^'

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411).  91/06/03
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.e, Troy, NY. 2pp. 57914:343-57914:353.
